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Bulletin No. 836 (since 15t" March 2020) 
¥@) Positive Today: 12 #YRecovered Today: 22 
42 Death Today: 00 4 Active Cases: 69 


S*’’ Sample Positivity today: 0.99% | R% Recovery Percentage: 96.12% 


1. Total cumulative Positive COVID-19 detected since 01.01.2022: 92720 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 89119 (96.12%) 


3. Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3257 (3.51%) 


4. Total Number (%) of COVID-19 Deaths since 01.01.2022: 275 (0.30%) 
5. Number of samples found negative for COVID-19 today: 1195 
6. Total number of samples sent for COVID-19 testing today: 1878 
7. Total number of cumulative samples found negative since 01.01.2022: 1339718 
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Detailed Status of Sample Tested 


: Negative es Positive 
Negative ; Positive j 
x Cumulative 5 Cumulative 
in last 24 i in last 24 : 
hours Se hours ee 
01.01.2022 01.01.2022 


Tassie 3 | 19 | sas | 0 | ise | _siesie | 27 
Details of Districts having Positive COVID-19 Cases 
Almora 4529 4136 1 4 388 
Bageshwar 2088 2001 0 0 87 
Chamoli 3203 3091 3 3 106 
Champawat 1911 1890 0 1 20 
Dehradun 33149 32564 44 174 367 
Haridwar 13128 12864 5 25 234 
Nainital 11360 11281 5 29 45 
Pauri Garhwal 5276 4290 0 18 968 
Pithoragarh 2559 2420 0 4 135 
Rudraprayag 2704 2574 1 2 127 
Tehri Garhwal 2363 2022 5 5 331 
U.S. Nagar 8804 8518 2 5 279 
Uttarkashi 1646 1468 3 5 170 
Total 92720 89119 69 275 3257 
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COVID-19 Vaccination 

23rd May 2022 
* Sessions Held Today: 856 
* Number of Beneficiaries Vaccinated Today: 10224 
* Total Number of Beneficiaries Partially Vaccinated: 8995549 
* Total Number of Beneficiaries Fully Vaccinated: 8319111 
* Total Number of Beneficiaries Given Precaution Dose: 557984 
Details of Beneficiaries Vaccinated in Uttarakhand 
Citizens Health Care Worker Front Line Worker pee 
Cumulative 
ee 15-17 15-17 Precaution 1st 
Districts 12-14 12-14 18+ years 18+ years is ee ile aud ' 
Yrs Yrs years Ist Yeas 1st Dose 2nd Dose Dose Dose Dose Dose BIS ale PHBERWUG 
ist Dose | 2nd Dose BEES AeelEee Coverage Coverage Coverage | Coverage | Coverage | Coverage EOE ete Beso 
Coverage | Coverage Dose 
Almora 17808 9637 28991 22852 | 383577 | 357071 6022 6032 9957 9761 37941 521 179 
Bageshwar 9514 6252 14097 12947 186311 172475 2514 2521 2323 2401 22634 76 63 
Chamoli 14673 10901 19701 18533 | 275141 270980 3988 4021 6493 6634 33491 145 328 
Champawat 9795 3729 13343 9271 184489 171680 2255 2313 7583 7483 15974 260 50 
Dehradun 58911 | 25346 | 100816 | 75517 | 1578574 | 1480013 | 37245 | 36719 | 30670 | 31292 133432 | 1403 311 
Haridwar 64209 6621 79577 | 41524 | 1515019 | 1454702 | 17786 17617 | 48461 | 48447 57688 344 70 
Nainital 35989 16296 | 51683 38495 | 758212 | 733874 14196 13983 | 20110 | 20207 57008 566 179 
Pauri 20523 8916 32362 | 26693 | 454492 | 425805 7922 7928 7101 7182 40861 356 149 
Pithoragarh 14090 7396 23424 19046 | 327388 | 317498 4095 4112 8321 8413 24224 195 63 
Rudraprayag | 8265 4462 12575 10771 173806 160416 2466 2456 2692 2713 13800 33 54 
Tehri 21744 | 13008 | 31053 | 26935 | 399988 | 363548 6254 6313 4923 5041 37545 474 306 
US Nagar 54320 | 23268 | 87494 | 64551 | 1357443 | 1356145 | 12493 12582 | 34790 | 33952 55650 | 3042 349 
Uttarkashi 12052 4810 18099 13753 | 236880 | 224672 3461 3487 5000 5092 27736 562 146 
Total 341893 | 140642 | 513215 | 380888 | 7831320 7488879 120697 | 120084 | 188424 | 188618 | 557984 7977 2247 
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DETAILED STUDY OF COVID-19 STATUS SINCE 15.03.2020 
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SARRATS BINT 


S*’Y Sample Positivity: 4.40% 
RX CFR (%Death): 1.76% 


R% Recovery Percentage: 96.06% 
44 Migrated Cases: 2.17% 


lls Total cumulative Positive COVID-19 detected: 437505 
2. Total Number of COVID-19 Patients Treated/ Cured: 420269 
35 Total Number of COVID-19 patients migrated out of state: 9474 
4. Total Number of COVID-19 Deaths: 7693 
2, Total number of cumulative samples found negative: 9515471 
6. Total number of cumulative samples tested: 9952976 


Districts wise Status of COVID-19 


Treated/ 


Cured till Cumulative 


Positive 
Cumulative 


District Oe ays Negative Cumulative 


samples Tested 


Cumulative 


DENK 


Deaths 


Migrated/others 


Almora 320170 303400 16770 15560 200 1009 
Bageshwar 256525 248670 7855 7682 61 112 
Chamoli 356187 340732 15455 15074 65 313 
Champawat 337145 SSS 9590 9327 54 209 
Dehradun 2435613 2289732 145881 141166 3701 970 
Haridwar 2583358 2518645 64713 62027 1049 1632 
Nainital 710453 659751 50702 49534 976 187 
Pauri Garhwal 527357 504339 23018 21010 333 1675 
Pithoragarh 285657 272807 12850 12421 186 243 
Rudraprayag 239511 228001 11510 11114 108 287 
Tehri Garhwal 360419 342216 18203 16853 115 1230 
U.S. Nagar 1143698 1096948 46750 44890 766 1092 
Uttarkashi 396883 382675 14208 13611 79 515 
Total 9952976 9515471 437505 420269 7693 9474 


